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(9)  Large, well-developed milk veins, which twist and branch from the milk wells where they enter the body, are considered to be reliable external indications of good milking qualities.
(10)  The udder should be large and capacious and the teats set wide apart. The best type of udder is attached high and extends well forward from the base of the teat.   The quarters and teats should be uniform in size, and the teats should be of sufficient size to be comfortably handled, being set squarely on each quarter of the udder.   The skin should be thin and supple and the milk veins which carry
blood from the udder back to the heart prominent and branching. There should be no cleft between the quarters, and, after milking, the udder should be greatly reduced in size and be soft and flexible. Small extra teats are sometimes found on the udder, and these are said to be an indication of good milk producers. Another indication of a good milker is the fine silky hair on the back of the udder, known as the " escutcheon/1 This is not always a reliable guide, but is said to be accurate in the majority of cases. The animal should be carefully examined for obstructions in the teat and hard quarters. A healthy quarter will feel soft and spongy but hard quarters can be detected by handling as they feel " meaty " due to the scar tissue present, Each teat should be tested with a view to